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The  Washington  Cathedral,  Massachusetts  and  Wis- 
consin   Avenues.     This    magnificent    14th  century 
Gothic  structure  is  the  first  to  be  built  in  modern 
times.   When  completed  will  be  one  of  the  world's  v 
largest.  /  ^ 
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